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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live" 
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IS 6325 (1971) 
Cutting tools] 




Jawaharlal Nehru 
'Step Out From the Old to the New' 



Double Angle Milling Cutters [PGD 32: 
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Satyanarayan Gangaram Pitroda 
Invent a New India Using Knowledge 
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Bhartrhari — Nitisatakam 
"Knowledge is such a treasure which cannot be stolen" 




.^^_ 



• 




BLANK PAGE 



*rt*2V^ 





PROTECTED BY COPYRIGHT 



UDC 621-914-2 



( Third Reprint AUGUST*! 990) 



IS: 6325 -1971 



o 

Q 

LU 

o 

o 
Q 



^3 
u 

(0 

%- 

2 
u 

at 



I 

E 
£ 

o 

u 



Indian Standard 

SPECIFICATION FOR 
DOUBLE ANGLE MILLING CUTTERS 



( Reaffirmed 2001 ) 



1. Scope — Dimensions and requirements for double angle milling cutters. 

2. Dimensions 
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All dimensions in millimetres. 
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Approx 
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Type 


50 


16 


12 


2-5 
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55° 
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60°, 65°, 70°, 
75°, 80° 
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3-0 


55° 


12° 


60°, 65°, 70° , 
75°, 80° 


15° 


20 


3*5 


90° 
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100° 


25° 
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5'0 


65°, 70°, 75° 


15° 


100 


27 


36 


60 


70°, 75°, 80° 


Note — The figure is indicative of dimensions only arid does not specify design features. 
♦If require^ by the purchaser, chamfer may be provided. 



3. Designation — A double angle milling cutter of diameter D = 50 mm, 6?= 12 mm and 
angle a = 75° of • tool type ' H and for right-hand cutting shall be designated as: 

Double Angle Milling Cutter 50 x 12 x 75° H IS : 6325 



Adopted 30 November 1971 



© May 1972, 0IS 



Gr 1 



BUREAU OF INDIAN STANDARDS 

MANAK BHAVAN, 9 -BAHADUR SHAH ZAFAR MARG 

NEW DELHI m002 



IS: 6325 -1971 

4. General Requirements 

4.1 Dimensions for keyways according to IS : 6285*1971 ' Dimensions for interchangeability of milling 
cutters and milling arbors with key drive \ 

4.2 Unless otherwise specified, the cutter shall be right-hand cutting. 

4.3 Material and other requirements according to IS: 1830-1971 'Technical supply conditions for 
milling cutters ( first revision ) \ 
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